.-^DataPak 45 & 88 


DataPak' - voted the best by the 
Industry's criticsp it's stllf the first family of 
removable cartridge drives for the Macin¬ 
tosh. 

With today's large applications and 
massive data files you need a system that 
grows with yoUp and megabyte for megabyte 
DataPak fs your best value for a wide range 
of applications: 

♦ Desktop Publishing 

♦ Graphic Arts 

♦ Databases 

♦ Archival & Backup Storage 

♦ Multimedia Presentations 
f CAD/CAM 

Low Cost Expandability & Backup 

With either 45 or 88 Megabytes on each 
removable DataCart cartridge, DataPak 
drives are a cost effective way to add 
capacity and backup your data. Instead of 
buying another costly hard drivep just add 
another cartridge at a fraction of the cost. 

High Performance 

DataPak drives are actually faster than 
many fixed drives with their 20 ms access 
time* 1:1 interleave* and up to 32K buffer. 



A ward-Winning Quality 
MASS Microsystems* DataPak family is 
recognized worldwide for its high standards 
of quality. It's the only product of its kind 
to win four major industry awards for 
outstanding quality and performance. 

"Best New Storage System -MacUssr 1989 
"Best Alternative Storage System'* 

^Macwona 1989.1990 
"Best New Hardware Peripheral" 

^MaaUser Europe 1988 


45IVIB & 88MB REMOVABLE CARTRIDGE DRIVES 



Avaiiahle in a 
varieiy of 
configurations. 
DtuaPtik drives 
offer an imTedihlr 
45MBorSHMBof 
storage on a 
soigie remoyahie 
rartridge. 


Feature-Packed Design 

Designed with the highest quality compch 
nents* DataPak drives offer features that 
insure easy-to-usep safOp and dependable 
operation: 

♦ Alf drive components UL approved 

♦ High capacity cooling fan 

♦ FCC Class B certification 

♦ External push button SCSI ID selection 

♦ Ritered power input 

♦ Two surge-protected AC outlets (iiovoniy) 

♦ 50-pin SCSI connections 

♦ External termination 

♦ 24-hour burn-in 

♦ System 7.0 compatibility 


Portability and Security 

Our PadLok" software provides password 
protection and volume partitioning. And 
because DataCart cartridges are remov¬ 
able* you can take them with you or lock 
them up for ultimate security. 

Selection 

Choose from among three models to match 
your system's footprint. Available in both 
single and dual drive configurations. 

Backed by MASS Microsystems 

Recognized worldwide for award-winning 
removable storage systems * MASS 
Microsystems backs every DataPak drive 
with a Mi two year warranty and an 800 
Technical Support line. 


FEATURES 


Removable 45IVrB or 88 MB Cartrldue 

Single and dual drive configurationii 
in various IV!at‘into*ih fcKitprints 

20 millisecond access lime* 1:1 interleave* 
and up In 32K buffer 

Low cosi DataCart cartridges 

Mean Time Between Failures {MTBF) 
of 60,000 hours (power on> 



BENEFITS 


Infinitely expandable storage that can be 
locked away, distributed* and transported 

Flexible selection of models to meet your 
individual storage and ergonomic 
requirements 

High speed hard disk performance to 
maximize productivity - 20% faster than 
other drives of like lechno1og> 

Huge cost savings when adding storage 
capacity 

Highly reliable drive mechanism reduces 
costly down time and repairs 

• Increase your storage capacity up to 50% with 
DiskDoubler ’ Data Compression utility by Salrent 
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Dat'af’ak 45 & 88 


45MB & 88MB REMOVABLE CARTRIDGE DRIVES 


MODELS AVAILABLE 

45/88 


DataPak / DataPak 88 

i Pliix/SEIC lussi V jhotpyint} 

DataPak lie / DataPak 88 Ik 

tfkx, llvi foenprintj 

DataPak 11 / DataPak 88 [1 

f//, //\. flfxfooiprint} 


DmaFak or DataPak 8H (single^ 
DataPakduet or DataPak 88diier 

DataPak He or DataPak 88 lie (single} 


DataPak U or DataPak HH !i isingle) 
DataPak lldtret or DataPak 88 ffduer 


SPECIFICATIONS 

45/88 


Form^Uietl Capacily (per cartridge) 
Access Time 
Track ta Track 
Average 
Maximum 
Dam Transler Rale 
Asynchronous 
Synchronous 
Truer leave 
Buffer Si/c 

No, of Disks I per cariridge) 

No, of Heads 
[irierface 
Rctiahilitv 
MTBF' 

Soft Enor Rate 
Hard Error Rate 
Power Ret|uirenients 

Rnviromiiental Limits 
Operating 

.Ambtcni Temperature 
Relative Humidity 
N on 'Ope rat i ng (S t (jrage } 
Ambient Temperature 
Humidity 

Dimensions (HWD) & Weight 
DataPak / DataPak 88 


DataPak He / DataPak 88 lie 


DataPak ll / DaluPak KHII 


DataCan (45 or 88 ) 


42JMB0r S3J MB 


8 ms 
20 ms 
42 ms 


L25 M hy test sec 
4 Mhvtesfsec 
/:/ 

8K / 32K 
/ 

2 

scsi 

60,000 hrs (power an j 
i in hits 
/ in 10^^ hits 

/10 VAC, 60 H:, or 220 V AC, SO Hz 
22 watts ityp.h 28 warn (mcLxj [single drive] 


4l^-m^F(S^-50^a 
80 % max, 

90^ max 


single 

S2S\x97S\x9.7S'' 
(83 A- 248 X 248 nmO 
SJ lbs {2M kg) 
2.44 \kI2J\vI 44" 
162 x318x365 mm) 
7.6 Ihs (3.5 kg) 
2.44rx i8J\x 144^* 
A 475 a mmj 
9.4 lhx{4.2 kg) 

02S\x 5 J8\x 5 JH ' 
(64 A'/i7,v/i7 mm) 
J Ih (.23 kg) 


daet 

4S\x 975^*X 9,75" 
f 114 X 248 X 248 mm} 
9 9 Ihs (4.5 


2.44Tv/^,7'Lr/4,4" 
(62 A 475 .V 565 mm) 
12.4 Ihs (S.6 kg) 


PRODUCT PACKAGE Tlie DataPak product package inutudes: 

♦ DataPak Drive (45 or 88) ♦ FmiLok Utiliries Disk 

♦ DotaCart Removahle Cartridge (45 or 88) ♦ UsePs Guide and R^ercnce Manual 

♦ SCSI 5yA7ew Cahle and Power Cord ♦ DiskDaubter hy Saiiem 

♦ SCSI Terminator (external) 


Othor Quality Products from MASS Microsystems for your Maclr^tosh: 

• DlamondOrive'^Hlgh'CapacIty External Hard Drives 

• DataPak MO 512Ma Rewritable Optical Drtva 

• ColofSpace'“ Desktop Video products 

• Qulcktma^e ' 24 Video Frame Grabber Card 
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810 W. Maude Avenue. Sunn wale, CA 94086 
408-522-1200 800-522.7979 (USAt FAX 408-733-5499 

Spet i/li'utifm tnr nuhjei f to t kange wttlmur tmrhe 


Dtiliir-*iik. FiulLuk, iind MASS tirtr initlL"mark?t uf MASS Miem^ysiiems, Inc, All other irodenuirks art the property of their respective owners. 
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